From: 

Sent: 

To: 

Subject: 


Clemmer, Jill (DPH) 

Tuesday, October 18, 2011 8:21 AM 
Medina, Nicole (DPH); Corbett, Kate (DPH) 
FW: coming to SLI? 


What time WEDS afternoon works for you guys? 1:30 or 3pm? 

-Original Message- 

From: Michelle Gates [mailto:mgates(S)moses-ma.org1 
Sent: Monday, October 17, 2011 2:35 PM 
To: Clemmer, Jill (DPH) 

Subject: RE: coming to SLI? 

Hi Jill, 

I am planning to come out on Wednesday at 2pm to meet with Kathy Nawn and it would be great if I could also meet 
with the NMAG (either before or after) and maybe even see the room in question. Let me know if that is at all possible. 

Thanks, 

Michelle 

—Original Message— 

From: Clemmer, Jill (DPH) [mailto:iill.clemmer(5)state.ma.us1 
Sent: Monday, October 17, 2011 2:22 PM 
To: Gates, Michelle 
Subject: coming to SLI? 

Hi Michelle - 

Nicole Medina told me that you may be coming to the lab this week, and that you might like to meet with the Nursing 
Mothers' Advocacy Group (as formal as I just made that sound, we aren't a PAC, yet...!)... True or false? I'm swamped 
with labwork, so I want to be sure that I know when you are coming if you need to meet with me... 

Jill 

Jill Clemmer 
Laboratory Supervisor 

Massachusetts Department of Public Health William A. Hinton State Laboratory Institute 

305 South St., room 309 

Jamaica Plain, MA 02130 

617-983-6657 

617-983-6662 FAX 

website: www.mass.gov/dph 
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